226    DOCKETED ITEMS

-9203090485 Forwards insp rept 70-0371/74-12 on 740917-19.No violations or safety
items noted.

MARTIN.W.G. Region I, IE (720101-810228). 74/10/02. GEISE.G.D. United Nuclear
Corp. (subs, of UNC, Inc.). 2pp. 60962:190-60362:191.

-9203090486 [nsp rept 70-0371/74-12 on 740917-19;No violations noted. Major areas
inspected:regulatory operations.

CROCKER.H.W.,   MARTIN.W.G.   Region   I,   IE   (720101-810228).   74/10/02.   9pp.
60962:192-60962:200.

-9203090487 Forwards insp rept 70-0371 /75-02 on 750303-06-No items of noncompli-
ance observed,

NELSON.P.R. Region I, IE (720101-810228). 75/03/31. GEISE.G.D. United Nuclear
Corp. (subs, of UNC, Inc.). 2pp. 60962:201-60962:202.

-9203090488 Insp rept 70-0371/75-02 on 750303-06.No violations noted. Major areas
inspectedtlicensea corrective action re failure to perform bi-monthly analyses of septic
tank overflow.

JERMAN.P.C., COHEN.I., KNAPP.P.J. Region I, IE (720101-810228). 75/03/31. 9pp.
60962:203-60962:235.

-9203170404 Requests that all ref to H-Tract facility in New Haven.CT be deleted from
SNM license & premises be released for unrestricted use.

GEISE.G.D. United Nuclear Corp. (subs, of UNC, Inc.). 76/02/26. CROW.W.T. Division
of Fuel Cycle & Material Safety (Pre 870413). 111 pp. 60962:236-60962:345.

-9203170411 Amend 36 to License SNM-368,removing bldg 24-D & H-Tract facility
from license as authorized place of use for SNM.

CROW.W.T. Division of Fuel Cycle & Material Safety (Pre 870413). 76/03/22.
PYZEL.R.J. United Nuclear Corp. (subs, of UNC, Inc.). 1p. 60962:347-60962:347.

-9203170421 Discusses closeout insp rept 70-371/76-06 on 760308-10. H-Tract facility
radiation levels found to be within acceptable surface contamination levels stated in
reg guide 1.86.

PLUMLEE.K.E. Region I, IE (720101-810228). 76/04/12. NELSON.P.R. Region I, IE
(720101-810228). 2pp. 60963:002-60963:003.

-9203170441 Advises of completion of decommission insp documented in encl insp
rept 70-371/76-06.Ofc of Insp & Enforcement findings are in agreement w/UNC rept
dtd 760226.

ROY.G.W. Office of Inspection & Enforcement (750101-801210). 76/04/19.
CROW.W.T. Fuel Process. & Fab. Branch (Pre 790727). 1p. 60963:004-60963:004.

-9203170444 Forwards info documenting completion of closeout insp of UNC H-Tract
facility

NELSON.P.R. Division of Fuel Cycle & Material Safety (Pre 870413). 76/04/01.
ROY.W. Office of Inspection & Enforcement (750101-801210). 1p. 60963:005-
60963:009.

9203090243 Forwards Books 1 & 2 for "Final Decontamination & Decommissioning Sur-
veys - Unit 1 Raw Fuel Vault.Scrap Vault, Weld Probe Grind Room."
GREGG.R.J. UNC, Inc. (formerly UNC Resources, Inc.). 92/03/05. AUSTIN.J.H. De-
commissioning & Regulatory Issues Branch (Post 901230). 1p. 60902:213-60903:359.

-9203090248 Books 1 & 2 of "Final Decontamination & Decommissioning Surveys -
Unit 1 Raw Fuel Vault.Scrap Vault.Weld Probe Grind Room."
* United Nuclear Corp. (subs, of UNC, Inc.). 92/03/09. 250pp. 60902:215-60903:359.

9203090481 Confirms 910826 telcon,requesting documents including closure rept,which
NRC utilized in reaching determination that bldg 24-D & H-tract facility could be re-
leased for unrestricted use by public.

WINTHROP.D.F. Olin Corp. 91/08/26. LAVINS.D. NRC - No Detailed Affiliation Given.
1p. 60962:185-60962:186.

-9203090482 FOIA request for info re license SNM-368 granted to UNC of New
Haven.CT.including documents relating to insps of 750516 & 760308-10.
WINTHROP.D.F. Olin Corp. 91/08/13. GRIMSLEY.D.H. Division of Freedom of Infor-
mation & Publications Services (Post 890205). 1p. 60962:186-60962:186.

9203060297 Forwards data for soil samples taken from Septic Field 1 & old incinerator
pad.

GREGG.R.J. United Nuclear Corp. (subs, of UNC, Inc.). 92/02/26. AUSTIN.J.H. De-
commissioning & Regulatory Issues Branch (Post 901230). 5pp. 60867:067-
60867:132.

9203110384 Discusses 920219 meeting w/NRC in Rockville.MD re rev to decommis-
sioning & decontamination survey requirements related to decommissioning of non-
contaminated areas which had been used for mfg & storage of encapsulated fuel.
GREGG.R.J. UNC, Inc. (formerly UNC Resources, Inc.). 92/02/28. AUSTIN.J.H. De-
commissioning & Regulatory Issues Branch (Post 901230). 3pp. 60913:018-
60913:020.

9203160086 Requests meeting w/NRC,ORAU & CEP to explore differences between
labs analyses to quantify soil sample gross alpha & isotopic U levels,in ref to decom-
missioning effort.

GREGG.R.J. United Nuclear Corp. (subs, of UNC, Inc.). 92/03/03. AUSTIN.J.H. De-
commissioning & Regulatory Issues Branch (Post 901230). 1p. 60969:255-60969:255.

9203110199 Forwards NRC comments on Attachment A.dtd 911120 of decommission-
ing plan. Main concerns addressed covered proposed option 2 burial & definition of
ALARA.

AUSTIN.J.H. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/04.
GREGG.R.J. United Nuclear Corp. (subs, of UNC, Inc.). 5pp. 60897:030-60897:036.

9203130267 Forwards insp rept 70-0371/92-201 on 920211-13.No violations or devi-
ations noted.

CREED.J.R. Division of Safeguards & Transportation (Post 870413). 92/03/09.
WAUGH.G.H. United Nuclear Corp. (subs, of UNC, Inc.). 1p. 60919:242-60919:244.

-9203130270 Partially withheld insp rept 70-0371/92-201 on 920211-13 (ref
10CFR2.790(d)).No violations or deviations noted.Major areas inspected:MC&A
mgt, measurement sys & controls,physical inventory & accounting & internal control.
JACKSON,R.L., TING.P. Office of Nuclear Material Safety & Safeguards. 92/02/27.
2pp. 60919:243-60919:244.

9203240322 Requests alternate criteria be permitted as means of demonstrating compli-
ance of field w/limits of NRC position re grid averaging method used to evaluate ac-
ceptability of grid locations which display U levels exceeding 30 pCi/gm.
GREGG.R.J. UNC, Inc. (formerly UNC Resources, Inc.). 92/03/11. AUSTIN.J. Low-
Level Waste Management Branch (Post 901230). 1p. 61093:326-61093:326.

9203310180 Forwards septic Field 1 survey & sampling results & incinerator pad sam-
pling results updated to adjust gross alpha data.to support info in licensee 920226 Itr
to NRC.

GREGG.RJ. United Nuclear Corp. (subs, of UNC, Inc.). 92/03/20. AUSTIN.J.H. De-
commissioning & Regulatory issues Branch (Post 901230). 10pp. 61207:121-
61207:130.

DOCKET 70-0398 COMMERCE, DEPT. OF, NATIONAL INSTITUTE OF STANDARDS

&

9203310262 Responds to 910905 Itr re NRC assessment of annual fees for license
SNM-362.NRC found that licensee was not correctly billed for FY91 annual
fee.Corrected invoice encl.

SCROGGINS.R.M. Office of the Controller (Post 890205). 92/02/18. GARY.T.A. Na-
tional Institute of Standards & Technology (formerly National Bureau of Standa. 4pp.
61195:331-61195:341.

-9202280037 Informs NRC of concern re assessment of material license annual fee &
surcharge.

GARY.T.A. Commerce, Dept. of. 91/09/05. SCROGGINS.R.M. Office of the Controller
(Post 890205). 1 p. 61195:341 -61195:341.

9203060289 Application for amend to License SNM-362,changing possession limits to
30 g U of contained U-235,in high enriched U & 45 g Pu.Corrects FY91 annual matls
fee invoice dtd 920211.

PEVEY.LR. National Institute of Standards & Technology (formerly National Bureau of
Standa. 92/02/26. BIDINGER.G.H. Fuel Cycle Safety Branch. 4pp. 60867:063-
60867:066.

DOCKET 70-0687 CINTICHEM, INC., TUXEDO, NY

9203030064 Proposes to measure distribution coefficient for soils found in contaminated
zones.Samples will be drawn from known or suspect area under listed areas of plant.
MCGOVERN.JJ. Cintichem, Inc. 92/02/19. ORLANDO.N. NRC - No Detailed Affili-
ation Given. 3pp. 60805:035-60805:037.

9203090141   Forwards  State  of  NY.Dept  of  Environ  Conservation  920226  Itr  to
Cintichem.lnc   responding   to   910813   request   for   mod   to   Order   on   Consent
D200059005.Carbon copy list inadvertently omitted from orignal submittal.
YOUNGBERG.B.   New   York,   State   of.   92/03/03.   ORLANDO.N.,   MCGRATH.J.,
MICHAELS.T. NRC - No Detailed Affiliation Given. 5pp. 60884:246-60884:250.

9203250001 Responds to 920216 Itr expressing concerns & feelings re 920220 public
meeting held between town of Tuxedo & Cintichem,Inc.Meeting not under auspices of
NRC & NRC had no control of notice period or meeting time & location.
JOYNER.J.H, Region  1   (Post 820201).  92/03/11. NIMKE.H.E. Tuxedo,  NY. 3pp.
61070:001-61070:004.

-9203250002 Expresses concern over notice of 920220 public meeting between town
of Tuxedo & Cintichem,Inc.Meeting had no benefit of prior public notice.Appeals made
to delay meeting to better date & location not accomodated.

NIMKE.H.E. Tuxedo, NY. 92/02/16. JOYNER.J.H. Region 1 (Post 820201). 2pp.
61070:004-61070:004.

9203190045 Forwards results of NRC TLD direct radiation monitoring around facility for
fourth quarter of 1991.

BORES.R.J. Region 1 (Post 820201). 92/03/12. MCGOVERN.J.J. Cintichem, Inc. 6pp.
60959:187-60959:192.

9203200291 Ack receipt of 920219 Itr re vendor procedures to determine distribution
coefficient for soils.Soil samples to be taken from area behind four walls & floor of
Evaporator/Tl room (5 samples).Other procedures adequate. .
ORLANDO,D.A. Decommissioning & Regulatory Issues Branch (Post 901230). 92/03/
12. MCGOVERN.J.J. Cintichem, Inc. 1p. 61077:087-61077:087.

9203250003 Forwards combined insp repts 50-054/92-02 & 70-0687/92-01 on
920205.No safety concerns or violations noted.

JOYNER.J.H. Region 1 (Post 820201). 92/03/12. MCGOVERN.J.J. Cintichem, Inc.
3pp. 61070:005-61070:010.

-9203250006 Insp repts 50-054/92-02 & 70-0687/92-01 on 920205.NO safety concerns
or violations noted.Major areas inspectedistatus of improvements to health physics
program & conduct of interim & final closeout radiological surveys.
DRAGOUN.T.,  BORES.R.J,  Region  1   (Post 820201). 92/03/09. 3pp. 61070:008-
61070:010.

DOCKET 70-0734 GENERAL ATOMICS, SAN DIEGO, CA

9203100154 Semiannual effluent rept for Jul-Dec 1991.W/920227 Itr.
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic
Co.). 91/12/31. MARTIN.J.B. Region 5 (Post 820201). 39pp. 60900:054-60900:092.

9203260080 Forwards replacement pages to be used to revise Fundamental Nuclear
Matl Control Plan.W/o encl.

ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic
Co.). 92/02/20. WiLLIAMS.M. Office of Nuclear Material Safety & Safeguards. 1p.
61129:271-61129:271.

9203040086 Forwards revised License Condition 2.1 of Safeguards Amend SG-1 to Li-
cense SNM-696,per 911126 submittal,

CREED.J.R. Division of Safeguards & Transportation (Post 870413). 92/02/28.
ASMUSSEN.K.E. General Atomics (formerly GA Technologies, Inc./General Atomic
Co.). 2pp. 60806:188-60806:189.

9203100035 Forwards insp rept 70-0734/92-01 on 920121-24 & 29 & notice of
violation.Violations represent potential problems which if left uncorrected could result
in personnel exposure to airborne radioactive matls in excess of regulatory limits.
SCARANO.R.A. Region 5 (Post 820201). 92/02/28. RADEMACHER.R.N. General
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 4pp. 60843:160-
60843:183. plants (except YAE,licensee for Yankee Nuclear Power
